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Health Bulletin Time: 6:00 PM 
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X@) Positive Today: 1292 WY Recovered Today: 294 
4 Death Today: 05 4 Active Cases: 5009 
S*”Y Sample Positivity today: 7.57% R% Recovery Percentage: 94.54% 
l. Total cumulative Positive COVID-19 detected: 352177 
2; Total Number (%) of COVID-19 Patients Treated/ Cured: 332949 (94.54%) 
3. Total Number (%) of COVID-19 patients migrated out of state: 6790 (1.93%) 
4. Total Number (%) of COVID-19 Deaths: 7429 (2.12%) 
5. Number of samples found negative for COVID-19 today: 15785 
6. Total number of samples sent for COVID-19 testing today: 20984 
7. Total number of cumulative samples found negative: 8329005 
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Detailed Status of Sample Tested 
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Hospital Wise Death 


No. of 
District Cumulative Deaths | Name of the Hospital 
AIIMS Rishikesh, Dehradun 
Dehradun 3535 
Govt. Doon Medical College, { 
Dehradun 


Pauri Garhwal Other Than Hospital 
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Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.comToll free No: 104/01352609500 


RY Whatsapp No. 9412080544 


Details of District Control Rooms 


Districts District Control Room Number 
Almora 05962-237874, 05962-237876 


7617429778, 9068787120, 7830839443, 01372-252187, 01372-251437 
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COVID-19 Vaccination 
10‘ January 2022 


Sessions Held Today: 

Number of Beneficiaries Vaccinated Today: 

Total Number of Beneficiaries Partially Vaccinated: 
Total Number of Beneficiaries Fully Vaccinated: 


Total Number of Beneficiaries Given Precaution Dose: 
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Total 15 to 17 years beneficiaries Partially Vaccinated: 


Details of Beneficiaries Vaccinated in Uttarakha 


Cumulative 
18+ years 
Fully Last 24 
Vaccinated hrs. 
(Both Dose 
Coverage) 


Cumulative 
18+ years 
Partially 
vaccinated 
(1st Dose 
Coverage) 


Cumulative 
15-17 years 
Partially 
Vaccinated 
(1st Dose 
Coverage) 


Cumulative 
Fully 
Vaccinated 
(Both Dose 
Coverage) 


Cumulative 
Partially 
Vaccinated 
(1st Dose 
Coverage) 
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Front Line Worker 


Cumulative 
Fully 
Vaccinated 
(Both Dose 
Coverage) 


Cumulative 
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(1st Dose 
Coverage) 
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